DART AEROSPACE 
LTD 
Work Order: 


Description: 
Clamp 
Part Number: 
D3041-3 


Inspection 
Dwg: 
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Drawing 
Actual 
.. 
Method 
of 
Tolerance 
Accept 
Reject 
Inspection 
Comments 
. 
Dimension 
Dimension 


4.20 
+/-0.030 


0.240 
+/-0.010 


R1.190 
+/-0.010 


0.400 
+/-0.010 


RO.250 
+/-0.010 


0.313 
+/-0.010 


RO.063 
+/-0.010 


1.19 
+/-0.030 


1.124 
+/-0.010 


0.563 
+/-0.010 


RO.562 
+/-0.010 


00.8115-0.8110 
N/A 


2.071 
+/-0.010 


0.750 
+/-0.010 


0.375 
+/-0.010 


RO.338 
+/-0.010 


3.450 
+/-0.010 


00.257 
+0.005-0.000 


RO.375 
+/-0.010 


0.375 
+/-0.010 


RO.032 
+/-0.010 


RO.250 
+/-0.010 


I 


Measured 
by:1--11 Audited 
by:I-- 
Date: 
Date: 
------ 
------ 


H:\FORMS\Quality 
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Prototype 
Approval: 


Date: 


N/A 


N/A 


